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PWXUCT NftM E EVEREAPy Battery O^pe N&- Volts 

lERDEHAM E EMEKaZER^ INCUgiRIAL ZM& i^:pxodjnate 

caiMICS^ SYSTE M Alkaline Manganese Diooeide-Zinc Designed for Recharg e Y E S X N o 
SECTION I - MftNUERCIURER INPOIgMATION 


Evereai^ Battery GoDpany, Inc. Telephone Nimiber FOr Infomation: 

25225 Detroit Itoad (216) 835-7368 

Westlake, OH 44145 Date Prepared: August 8, 1994 

SECTION II - HAZARDOUS INGREDIENTS 


IMPOKiawr NOTE : The battery should not be opened or burned. Exposure to the 

ingredients oontained within or their oonibustion products cruld be 
harmful. 


MATERIAL CR INCSlEDIEIir 


TLV (AOGIH) 

%/wt. 

Graphite (CAS# 7782-42-5) 

15ng/m3 (total dust) 
5mg/m3 (respirable 
dust) 

2mg/m3 IWA 

(re^irable dust) 

3-6 

Manganese Dioxide 

(CAS# 1313-13-9) 

Smg/m3 Ceiling (as Hn) 

5mg/m3 IWA (as kh) 

30-40 

Potassium Hydroxide 
(CAS# 1310-58-3) 


2mg/m3 Ceiling 

4-8 

zinc (CAS# 7440-66-6) 

ISmg/nG IWA (total 
dust as paj^culates 
not otherwise 
regulated) 

IQmg/mS IHA (tot 2 d. 
dust as particulates 
not otherwise 
classified) 

12-20 






Ihe infcoaation oontained within is provided for your infomation only. This battery is 
an article and, as such, is not subject to the OSHA. Hazard Ocnaounication Standard 
reguireaoent for preparation of a material safety data sheet. ^Die infomation and 
recxamendations set forth herein are made in good faith and are believed to be accurate 
as of the date of preparation. However, EVEREADY BATTERY OCHPANY, INC. , MAKES NO 
WARRANOY, EHHER EXPRESS GR IMPLIED, WUH RESPECT TO IHIS INFCSMATICN AND DISCEAIMS ALL 
LTABHITY FRCM RELIANCE CN IT. 


Copyright 1994 EVEREADY BATTERY OCKPANY, INC. 













SECTION V - PRECKmCKS FOR SAFE HRMPUNG AND USE 


Storage: Store in a oool, well ventilated area. Elevated tenperatures can 

result in shortened battery life. 

Mechanical Oontainiient: If potting get seEiling the battery in an airti^it or watertight 

container is required^ consult your Everea<^ Battery Oonpany 
representative for precaution suggestions. Batteries noonally evolve 
hydrogen which, when ocnibined with oo^gen fran the air, can produce a 
ocntbustible or explosive mixture unless vented. If su^ a mixture is 
present, short dnuits, hi^ tesoperature, or static sparks can cause 
an ignition. 

Do not obstruct safety release vents on batteries. Encapsulation 
(potting) of batteries will not allow cell venting and can cause 
pressure rv^xture. 


Handling: 


AocidCTtal short circuit for a few seconds will not seriously affect 
the battery. Prolonged short circuit will cause the battery to lose 
energy, and can cause the safety release vent to open. Sources of 









Charging; 


labeling: 


Di^nseil: 
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AlJcaline Ifenqanese Dlood/3e-ZirK: Batteries (Energizer) 

shofTt circuits include junibled batteries in bulk contain^, metal 
jewelry, metal covered tables or neial belts used for assembly of 
batteries into devices. 

If soldering or welding to the battery is required, consult your 
Eveready Battery Ocnpany representative for proper precautions to 
pre ve n t seed, damage or short circuit. 

This battery is manufactured in a charged state. It is not designed 
for recharging. Recharging can cause battery leakage or, in seme 
cases, hi^ pressure rupture. Inadvertent charging can occur if a 
battery is insted.led backwards. 

If the normal EVEREADY label or package warnings are not visible, it 
is inportant to provide a package and/or device label stating; 

WARNH4S: DO NOT DISPOSE IN FIRE, RECHARGE, H7T IN 

BACKWARDS, MIX WTIH USED CR OTHER BATTERY TYPES - MAY 
EXFL03E CR LEAK AND CAUSE PERSONAL INJURY. 

Where aociderttal ingestion of small batteries is possible, Ihe 
label should state: 

WARNING; (1) KEEP AWAY ERCH SHALL CKnXREN. IF SWAUXIHED, 
PROMPTLY SEE DOCTOR. HAVE DOCTOR PHONE (202) 625-3333 OOLIECT. 

(2) DO NOT DISPOSE IN FIRE, RECHARGE, PUT IN BACKWARDS, MIX 
WITH USED OR OTHER BATTERY TYPES - MAY EXPLODE OR 1£AK AND 
CAUSE PERSONAL INJURY. 

Dispose in landfill or app r opriate incineration facility in 
aooordanoe with all z^licable federal, state and local regulations. 


SECTION VI - SPECIAL PROTECTION INPOffWAITCN 


Ventilation Requirements: Not necessary under nann 2 d. conditions. 

Re^iratcry Protection: ifot necessary under nonial conditions. 


Eye; Not necessary under ncoal conditions. Wear safety 

glasses with side shields if handling an open or leaking 
battery. 

Gloves: Not necessary under noonnal conditions. Use neeprene or 

natural mfcher gloves if handling an op^ or leaking 
battery. 


SBCnCN X - RBGUIAICRY INPORMATICN 





